A 


Test connection 


Requirement 


AD54.30-P-6000-05GH CAN input resistance, testing electrical Model 163 
system of IC 
t Scope of test Measuring instrument/ Operation/ Specified value] D Possible cause/ 


Remedy 


1.0 


Instrument cluster (A1) 


CAN input resistance 


A1 


Ignition: OFF 


Coupling "B" (12-pin) 
disconnected 
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approx. 
120 W 


DA1 
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